the graves were dug so shallow that they soon be-
came offensive. On the doctors' pronouncing the
stench to be dangerous to health, Harris read the
burial service over the bodies in the church porch
without going to the graveside at all, recognising
that he had duties to the living as well as to the dead,
and that if he were to sicken there would be no one
left to take his place. This departure from routine
displeased Inglis, who had already, at Harris' re-
quest, given orders that the graves should be dug to
the proper depth and thickly spread with charcoal. On
the 3rd August Harris received the following letter:
'Sir,
I have the honour by direction of the Brigadier
Commanding to forward the enclosed letter this
day received and with reference to its contents to
state that to prevent all doubts on the subject he has
himself just returned from a minute inspection of
the burial ground in which he observed a four feet
deep grave ready for the reception of a corpse; he
also failed to observe any smell sufficient to deter
you from the performance of your legitimate duties
as Chaplain to this Force.
I have the honour, etc.
T. F. Wilson, Capt.
Offg. A.A. Genl.
To the Revd. P. Harris,                          ^^
Chaplain to the Force,
Lucknow.'
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